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ing of baby's vigorous sucking on an unclean nipple may most
certainly be a factor in the production of sore nipple and that
much-to-be-dreaded condition, breast abscess. While breast ab-
cess may occur under conditions of carefulness in this regard,
such an unfortunate condition is not likely to occur if special
care is taken that the breasts and nipples are kept clean. Tf
mother is going out and knows that; she will have no oppor-
tunity to cleanse the nipples before nursing her baby, let her
wash her breasts and place a protective pad of gauze over the
nipples, to be removed at nursing time. It is very well to wear
a supporter that will properly lift the breasts, not just press
against thorn. A proper supporter not only supports, but also
makes convenient the wearing of the clean protective gaxize. It
is desirable that there be several such supporters. Then they can
be changed frequently, and washed.